JOHNSON  CHAPEL,  AMHERST  COLLEGE, 
AMHERST,  MASSACHUSETTS 

Johnson  Chapel  might  well  be  C9lilil3th&~^^^rt  ^ 
of  Amherst  College".  Its  priocipiar  ddnof  w^^  Ui/JL 
Adam  Johnson,  a  one-legged  carpenter  of  PelKim.\-„^PLEY 
Completed  In  1827,  It  orialnaWyf  hoiis^d  tffl  V^'^'^^'-'^'' 
chapel,  museum,  laboratory]  recitartioii  irooffis, 
and  library.  Over  the  years  the  inten.dr  na?been 
altered,  but  the  exterior  design  remiaarts  ^argel)^ 
unchanged.  The  building  now  contains  tfiraffjcj 
of  the  President,  Deans,  and  RegtstraH^  ^ 
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